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Patient Name: Sinclair, Kathy 

Sex: Birthdate: Age: 


Submitter to CDC; 


Original Submitter; 


State of Virginia Dept, of Health Laboratory 
GOD WORTH 5TH ST 
RICHMOND, Virginia 23219 
United States 


So I stas Lab Partners 
Microbiology Department 
P.O. Box 13367 
Roanoke, Virginia 24033 
United States 


Patient ID: 

Alt Patient ID: 
Specimen ID; 

Alt, Specimen ID: 


Patient ID: 

Alt, Patient ID: 
Specimen ID: 

Alt, Specimen ID: 


CDC specimen 10: 2013708395 CDC Unique ID: N8K6QELL 

Material submitted: Original Specimen 

Specimen Source: Cerebrospinal fluid (CSF) 

Specimen source site: 

Test order name: 


Specimen collected Date: 

Date sent to CDC: 10/25/2012 

Date Received: 10/26/2012 

Date Reported: 4/29/2014 
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CDC 


Centers for Disease Control & Prevention 
Fungal Identification Laboratory 



Patient Name: Sinclair, Kathy 

Sex: Birthdate: Age: 


Public Health / International Submitter IDs 

Patient ID: Alt* Patient ID: 

Specimen ID: Alt. Specimen ID: 

CDC Specimen ID: 2013708395 CDC Unique ED: N8K6QELL 


State Health Department: R121032242 

Type of Specimen: Fungal Meningitits Outbreak 2012 


Test Regglt 

PCR for fungal detection Negative 

Real-time PCR for Exserohilym detection Positive for Exserohrium 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 

Comments: 

This report has been amended to reflect the addition of a new real-time PCR assay for Exserohilum. 

Approved by: Mary E. Brandt, Ph*D. 

Ph: 404-639-0281 
Fax: 404-639-3021 
E-mail: MBrandt@cdc.gov 


Revision History: Final (10/31/2012) 

Date Printed: 4/29/2014 CLIA ID # 11D0668319 Page 2 of 2 
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Centers for Disease Control & Prevention 
Fungal Identification Laboratory 
Mai I stop Gil, 1600 Clifton Rd NE, Atlanta, GA 30329, United States 

Report status: Amended 


Patient Name; Sinclair, Kathy 

Sex: Birthdate: Age: 


Submitter to CDC: 


Original Submitter: 


State of Virginia Dept, of Health Laboratory 
600 NORTH 5TH ST 
RICHMOND, Virginia 232X9 
United States 


Solstas Lab Partners 
Microbiology Department 
PO Box 13367 
Roanoke, Virginia 24033 
United States 


Patient ID: 

Alt. Patient ID: 
Specimen ID: 

Alt. Specimen ID: 


Patient ID: 

AtL Patient ID: 
Specimen ID: 

Alt, Specimen ID: 


CDC Specimen ID: 2013708882 CDC Unique ID: NSkGQGUR 

Material submitted: Original Specimen 

Specimen Source: Cerebrospinal fluid (CSF) 

Specimen source Site: 

Test order name: 


Specimen collected Date: 10/17/2012 

Date sent to CDC: 11/28/2012 

Date Received: 11/29/2012 

Date Reported: 4/30/2014 


Revision History: Final(12/ 7/2012) 
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Centers for Disease Control & Prevention 
Fungal Identification Laboratory 




Patient Name: Sinclair, Kathy 

Sex: Birthdate: Age: 


Public Health / International Submitter IDs 

Patient ID: Alt. Patient ID: 

Specimen ID: Alt, Specimen ID: 

CDC specimen ID: 2013708882 CDC Unique ID: NBkGQGUR 


State health Department: R121I265SG 

Type of Specimen: Fungal Meningitits Outbreak 2012 


Test Result 

PCR for fungal detection Positive for Exserohitum 

Real-time PCR for Exserohlium detection Positive for Exserohitum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test- This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 

Comments: 

This report has been amended to reflect the addition of a new real-time PCR assay for Exserohilum. 

Approved by: Mary E. Brandt, Ph D, 

Ph: 404-639-0281 
Fax: 404-639-3021 
E-mail: MBrandt@cdc.gov 


Revision History: Fin&l(12/ 7/2012) 

Date Printed: 4/30/2014 CLIA ID # 1100668319 Page 2 of 2 
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Centers for Disease Control & Prevention 
Fungal Identification Laboratory 
Mailstop Git, 1600 Clifton Rd IME, Atlanta, GA 30329, United States 

Report Status: Amended 


Patient Name: Sinclair, Kathy 

Sex: Birthdate: Age: 


Submitter to CDC: 


Original Submitter ; 


State of Virginia Dept, of Health Laboratory 
600 NORTH STH ST 
RICHMOND, Virginia 23219 
United States 


Solstas Lab Partners 
MicrobioEogy Department 
PO Box 13367 
Roanoke, Virginia 24033 
United States 


Patient ID: 

Alt, Patient ID: 
Specimen ID: 

Alt. Specimen ID: 


Patient ID : 

Alt Patient ID: 
Specimen ID: 

Alt. Specimen ID: 


CDC Specimen ID: 201373S622 CDC Unique ID: N8K6SV23 

Materia! submitted: Original Specimen 

Specimen Source: Cerebrospinal fluid (CSF) 

Specimen source site: 

Test order name: 


Specimen collected Date: 12/1/2012 

Date sent to CDC: 12/6/2012 

Date Received: 12/ 7/2012 

Date Reported: 5/ 1/2014 


Revision History: Final[12/12/2012) 
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CDC 


Centers for Disease Control & Prevention 

Fungal Identification Laboratory 



Patient Name; Sinclair, Kathy 

Sex: Birthdate: Age: 


Public Health / International Submitter IDs 

Patient ID: Alt. Patient ID: 

Speomen ID: Alt. Specimen ID: 

CDC Specimen ID: 2013735622 CDC Unique ID; N8K6SV23 


State Health Department: RI21203368 

Type of Specimen; Fungal Meningttits Outbreak 2012 

Tes t Result 

PCR for fung a I detection Negative 

PCR for Exserohilum detection Negative 

Real-time PCR for Exserohilum detection Positive for Exserohilum 

DISCLAIMER - RESEARCH PROCEDURE 

PCR for fungal detection is a research test. This test has not been cleared or approved by the FDA. The 
performance characteristics have not been established. The results of this test should not be used for the 
diagnosis, treatment, or assessment of patient health or management. 


Comments: 

This report has been amended to reflect the addition of a new real-time PCR assay for Exserohilum. 

Approved by: Mary E. Brandt, Ph.D. 

Ph: 404-639-0281 
Fax: 404-639-3021 
E-mail: MBrandt@cdc.gov 


Revision History; Final( 12/12/2D12) 

Date Printed: 5/1/2014 CLIA ID # 11D0668319 Page 2 of 2 
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